HARRY L. DOTEN & SONS 109 CROSS ST., BOSTON 


PUNCHES 


No. X. X. 
HYRO METAL PUNCH 
Capacity 
14" Hole in No. 20 Gauge Steel 
Length 9” ‘ Weight 414 Ibs. 


Holes can be punched in center of 7-inch circle. 


This Punch can be used in the shop or out on the job—take the work 
to the Punch or the Punch to the work. A pull of a pin releases the 
Punch from the stand. Because it has an exceptionally wide throat, 
the No. XX accommodates a larger variety of work than can be done 
on any other Puach. Especially suitable for work having rolled or 
formed edges. 


Equipped with gauge and automatic stripper, both of which are 
adjustable and easily removed. 


Punches and Dies easily and quickly changed. 


No. O. X. 
HYRO METAL PUNCH 
Capacity 
174,’’ Hole in No. 16 Gauge Steel 
Length 8” Weight 25 Ibs. 


Front Pointer and Side Gauge combination enables you to punch 
holes exactly where you want them. You don’t have to look into the 
throat to locate the place where the hole is wanted. Savestime. Does 
away with center-punching. 

Punches and Dies made in the following sizes: 14’, 549’, 3%6'’, 749'’ 
Yy" and 114". 
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